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Framing & display components 
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Fits any 1/8 M panels 



752-S CORNEI 





Self squaring - prevents 
wrapping 
.silver 
•gold 


716 HANGER 
BRACKET 



Aluminum bracket with 
bolts for wall mounting 
framed panels 
.silver 
•gold 



H’DWE CO., INC. 


699 SIXTH AVE., NEW YORK 10, N.Y, 





























































